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New Invention, 

6 To fix the © - 

Pocket MicroSCOPE, 


And make it anſwer the Purpoſes of the large 
REFLECTING MICROSCOPE: 


A. JS a Scrole of Braſs, fixt in . Poſition, 
on a round wooden Pedeſtal B, ſo as to ſtand 
perfectly firm and ſteady. _- 5 
C. Is a braſs Screw, that paſſes thro* a Hole in the 
upper Limb of the Scrole into the Side of the Mi- 
croſcope D, and ſcrews it faſt to the ſaid Scrole. 

E. A Concave Looking-Glaſs or Speculum, ſet in a 
Box of Braſs, which hangs in the Arch G by two 
{mall Screws, ff, that ſcrew into the oppoſite Sides 
thereof. At the Bottom of the ſaid Arch is a Pin 
of the ſame Metal, exactly fitted to a Hole h, in the 

wooden Pedeſtal made for the Reception of the faid 
Pin. As the Arch turns on this Pin, and the Specu- 
lum turns on the Ends of the Arch, it may, by this 
twofold Motion, be eaſily adjuſted in ſuch a Manner as 
to reflect the Light of the Sky, the Sun, or a Candle 
directly upwards thro' the Microſcope that is fixt per- 
pendicularly over it, and, by ſo doing, may be made 
to anſwer all the Ends of the Reflecting Microſcope. 
The Body of the Microſcope may alſo be fixt hori- 
Zontally, and Objects viewed in that Poſition by 
any Light you chuſe; which is an Advantage the 
large Reflecting Microſcope has not. | 


